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Vj ct * 

Mr, Allan S. King* President 
Edison Electric "Institute 
750 Third Avenue 
New York 17, N. Y. 

Dear Mr* King: 


Thank you very much for your letter of 
1$ February and for the enclosed copy of the 
booklet, A jMpgrt on UBgR Heetrlo Power De- 
velOBmeate. Mare 'looked over 
vith ^ 


2 appreo late your thoughtfulness in bringing 
this to ay personal attention and I have taken 
the liberty of forwarding it to some of ay 
specialists here for their information, and 
further study. 


With kindest regards. 


Sincerely, 
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Allen W. Dulles 
Director 
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